OMAHA, NEB 


The "Last Supper" Memorial in Hillcrest 
Memorial Park, Omaha, Nebraska. Designed 
and erected by J. F. Bloom & Co. Built of 
Quartzite stone. Picture in the Patented Litho- 
chrome Process after the famous painting by 
da Vinci. 
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